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UNCLASSIFIED 

PAGE 01 TOKYO 00087 0409 18Z 

ACTION OES-07 


Message Text 


INFO OCT-01 EA-12 ISO-OO 10-14 ACDA-12 SOE-02 /048 W 

064678 04093 1Z/20 

R 040845Z JAN 78 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 4057 
INFO DOE WASHDC 
DOE GERMANTOWN MD 


UNCLAS TOKYO 0087 


DEPT. FOR NOSENZO, OES/NET; SCHEINMAN. T; VAN DOREN, ACDA 
DOE FOR HELFRICH 


E.O. 11652: N/A 
TAGS: OGEN, JA 

SUBJECT: DEATH OF NAOJIRO TANAKA. FORMER VICE PRESIDENT, TOKYO 
ELECTRIC POWER CO. 


1 . WE HAVE JUST LEARNED THAT NAOJIRO TANAKA SUCCUMBED 
ON JANUARY 2, 1978, FROM COMPLICATIONS ARISING FROM 
STOMACH ULCER. MR. TANAKA WILL BE REMEMBERED AS THE 
LEADER OF THE UTILITY INDUSTRY DELEGATION WHICH WENT 
TO WASHINGTON IN EARLY 1977 TO PRESENT THE JAPANESE 
CASE FOR OPERATION OF THE TOKAI MURA REPROCESSIN PLANT. 


2. CONDOLENCE TELEGRAMS (NO FLOWERS) MAY BE SENT TO ELDEST 
SON, MR. EIICHI TANAKA, 5-7-3 TODOROKI, SETAGAYA-KU, 

TOKYO 158, JAPAN. 
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